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1. The railroad linę from Gdańsk (Danztg) to Gdynia now has fovir tracka » <Two of the 
traoks have been eleotrlflad,' AU tracka are standard gauge. 

2» Two standard gauge tracka at preaent le'ad frora Gdynia to Wejherowo*. \ 

Work is ooirmanoing on two mora traoks whlch will be eleotrified. These 
will also be standard gauge. 

3. A double traok broad gauge linę runa from Kaliningrad (Koenigsberg) to 
Elbląg (Elbing) for steam trains. 

ii* i The broad gauge traok Lvov“Krakow"Wroolaw (Breslau) ia about to be 
. ohanged to standard gauge aa far aa Przemyśl. Thls ia a double traok, whioh 
was ohanged from standard gauga to broad just aftar the war.l 


Gomment . This lina has been previoualy raported aa broad gauge 
from Lvov to Przemyśl only. The section from Przemyśl to Wrocław has never 
been reported as anything but standard gauge. 
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